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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 212174 
16 

ORIGIN OC-06 

INFO OCT-01 CCO-OO ISO-OO /007 R 
66651 

DRAFTED BY: A/OC-W:DLACHMAN/KFORREST 
APPROVED BY: A/OC:WENAEHER 
A/OC-W:KFORREST 
A/OC-AF:RLLOCHMILLER 

028407 

R 261521Z SEP 74 
FM SECSTATE WASHDC 

TO MR FRANCIS DIXON 1200 NORTH ALMA ROAD 
RICHARSON TEXAS BUILDING 401 

UNCLAS STATE 212174 

E.O. 11652: N/A 
TAGS: ACOM 
SUBJECT: WATTS 

1. HEREWITH IS MESSAGE RECEIVED FROM OUR TECH AT NIAMEY RE: 

WATTS RADIO TERMINAL. QUOTE- 1. AUTO ANSWER BACK UNIT DOES NOT DO 
ANYTHING. THE SWITCHES ON REAR S9 AND S10 ARE LABLED INCORRECTLY 
AND THE S9 TURNS THE UNIT OFF. I HAVE NO IDEA WHAT AND HOW 
THIS UNIT IS TO OPERATE AND ALL INSTRUCTIONS THAT WE RECEIVE 
ARE CONFUSING TO SAY THE LEAST. WE CANNOT MAKE UNIT PERFORM 
ANY FUNCTION AND STATION OPERATES BETTER WITH IT OUT OF CIRCUIT. 
SUGGEST ONE COMM-TECH BE CHECKED OUT ON THIS UNIT OR HAVE 
COLLINS MAN TRAVEL HERE TO TEACH UNIT TO THE TECHS ON HAND. 

2. 1 THINK THE UNIT SHOULD BE REMOVED AND SENT TO COLLINS FOR 
MODIFICATION AND REPAIR. UNQUOTE. 

3. WOULD APPRECIATE RECEIVING INPUT FROM COLLINS ASAP 
THAT CAN BE USED AS BASIS FOR ADVISING NIAMEY HOW TO RESTORE 
ANSWER BACK UNIT TO SERVICE. KISSINGER 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ACOM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE212174 

Document Source: CORE 

Document Unique ID: 00 

Drafter: W:DLACHMAN/KFORREST 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974099/aaaaahnz.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 MAY 2002 by maustmo; APPROVED <04 FEB 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: WATTS 
TAGS: n/a 

To: MR FRANCIS DIXON 1200 NORTH ALMA ROA RICHARSON TEXAS BUILDING 401 
Type: TE 
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